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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 034895 

11 

ORIGIN COME-00 

INFO OCT-OI AF-06 ISO-00 EB-07 /014R 

DRAFTED BY COM/BIC/OED/MEPD/TEEIDLER:DMW 
APPROVED BY EB/OCA/CM/BEBYRON 
COM/OIC/OED/MEPD/LENGLESON 
COM/BIC/OED/MEPD/JMSANDS, DIRECTOR 
COM/BIC/OIM/ (INEO) 

STATE/AFAV/ELOLLIS (INFO) 

061717 

R 121901ZFEB 76 
FM SECSTATE WASHDC 
TO AMEMBASSY LAGOS 

UNCLAS STATE 034895 

E.O. 11652: N/A 
TAGS: BENC, NI 

SUBJECT: MAJOR PROJECT; NIGERIA EXPERT APPRAISAL OP 
— - ELECTRIC SYSTEM 

REP: (1) LAGOS 1542 (2) LAGOS 1670 

1 . STONE AND WEBSTER: NO COMMENT NEEDED PER REF (2). 

2. HARZA ENGINEERING: 4 COPIES AIR MAILED JAN. 26 
ADDRESSED U.S. EMBASSY, LAGOS, NIGERIA. ONE COPY 
AIR MAILED PEB. 10 ADDRESSED U.S. EMBASSY, 1 KINGS 
COLLEGE ROAD, LAGOS, NIGERIA. 

3. SANDERSON AND PORTER: CONTACT IS ARTHUR FERBER, 
SANDERSON AND PORTER, 25 BROADWAY, NEW YORK, NEW YORK 
10004. TELEP;ONE 212-344-5550. WILL MAIL ADDITIONAL 
BROCHURES TODAY. 

4. EBASCO: REPEAT OF THIRD PARAGRAPH IS QUOTE EBASCO'S 
FEASIBILITY STUDIES HAVE BEEN BASIS POR MANY SUCCESSFUL 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 034895 

REQUESTS FOR FUNDING BY INTERNATIONAL AGENCIES END 
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QUOTE.REPEATED PARAGRAPH NUMBER 3 IS QUOTE. 

"TURKEY - EBASCO WAS RETAINED BY THE GOVERNMENT OE 
TURKEY TO PROVIDE ENGINEERING AND ADMINISTRATIVE 
ASSISTANCE IN A MODERNIZATION OF ELECTRICAL DISTRIBUTION 
SYSTEMS IN 15 CITIES. 

IN ADDITION TO ANALYZING PRESENT AND FUTURE GENERATING 
AND TRANSMISSION FACILITIES, IT WOULD BE IMPORTANT TO 
CONSIDER OPERATION AND MAINTENANCE PRACTICES WITH A 
VIEW TO IMPROVING RELIABLE SYSTEM PEREORMANCE. EBASCO, 
WITH CONSIDERABLE EXPERIENCE IN THIS FIELD, IS PRESENTLY 
CONDUCTING SUCH A SURVEY FOR EDELCA IN VENEZUELA. THE 
PURPOSE IS TO REVIEW CRITERIA AND PRACTICES AND MAKE 
RECOMMENDATIONS TO ACHIEVE IMPROVED SYSTEM RELIABILITY. 
ALL AREAS OF OPERATION ARE COVERED INCLUDING GENERATION, 
TRANSMISSION, SUBTRANSMISSION, RELAYING, AND COMMUNICA- 
TIONS. ADMINISTRATION AND ENGINEERING PRACTICES ARE ALSO 
REVIEWED TO RECOMMEND CHANGES WHICH, IE IMPLEMENTED, 
WOULD PROVIDE MORE EFEECTIVE PROCEDURES. WE AWAIT YOUR 

FAVORABLE REPLY. END QUOTE SISCO 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 12 FEB 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE034895 

Document Source: CORE 

Document Unique ID: 00 

Drafter: DMW 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760054-1149 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760254/aaaabvan.tel 

Line Count: 83 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 LAGOS 1542, 76 LAGOS 1670 
Review Action: RELEASED, APPROVED 
Review Authority: housmasa 
Review Comment: n/a 
Review Content Flags: 

Review Date: 29 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <29 JUN 2004 by oatisao; APPROVED <04 OCT 2004 by housmasa> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT; NIGERIA EXPERT APPRAISAL OF — - ELECTRIC SYSTEM 
TAGS: BENC, BEXP, Nl 
To: LAGOS 
Type: TE 
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